KNOWLES  MEMORIAL  CHAPEL  is  but  one  of  the 
many  lovely  buildings  on  the  Rollins  College 
campus  in  Winter  Park.  Florida. 


<8> 


C  FD1  012 
1 1 9832 


POST  CARD 

Address 


